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lb# Lallu office submitted by atrtel dated li/ii/6 7, 4 srdiicl ahlch 
*a« fuirlehed S» Mr. William A. 1 larbee, 454 j iva Dr be, Usequlte, Texas, 
%.ac-i tit *ixUd l*c Lad found embedded In a roof of a Icrutlilii^ located a< 1615 
tittmfeo 4i i reeiray, Dallas, Texas, to July or As^aM, IWo. Tnl* twildtorj la 
wcat*‘i approxicately one-fourti* of a die from tbs Texas bebool Doo*. 
D*pw»iL.ry. M . taruee ad. toed that a recent Life ua^axu.* art icle had 
proupU- biro to furui-ah the build to tbe FBL 

lae submitted collet, a .53 Caruine-lype bullet. Is tsiirel)’ dUlejed 
fi-orr any ac.urunUlofc specimens examtoed to connection with toe asAaatoalior. 
cvi&txi'-c. 

The result* cf this exan .-.iaottoa are fcetof, furals. ed Dallas bj teletype. 
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